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ORIGIN SY-05 

INFO OCT-01 AF-06 ARA-10 EUR- 12 EA-10 NEA-10 ISO-OO FAA-00 
DOTE-OO /054R 

DRAFTED BY A/SY/T: JFPERDEW :MB 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 

- — 088023 

R 05 1923Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 
AMEMBASSY ADDIS ABABA 
AMEMBASSY ATHENS 
AMEMBASSY BEIRUT 
AMCONSUL FRANKFURT 
AMCONSUL HONG KONG 
AMEMBASSY PANAMA 
AMCONSUL RIO DE JANEIRO 

UNCLAS STATE 184527 

E.O. 11652: N/A 

TAGS:ASEC 

SUBJECT: WALK THROUGH METAL DETECTORS 

ADDIS, BEIRUT, FRANKFURT, HONG KONG, PANAMA FOR RTC 
ABIDJAN, ATHENS, RIO FOR TSO 

1. SY/T HAS BEEN ASKED IF HEART PACEMAKERS ARE AFFECTED BY 
THE INFINETICS MODEL 43 WALK-THROUGH METAL DE- 
TECTOR. 

2. THE FAA WAS CONTACTED SINCE THEY TEST AND AUTHORIZE 
SIMILAR DEVICES FOR AIRPORT INSTALLATIONS. 

3. THERE ARE NO FEDERAL STANDARDS FOR THESE DEVICES. THE 
FAA HAS DONE EXTENSIVE TESTING OF METAL DETECTORS AND THEIR 
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EFFECTS ON VARIOUS PACEMAKERS. THEY STATE THAT METAL DE- 
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TECTORS HAVING A PEAK MAGNETIC FIELD INTENSITY OF THREE 
GAUSS OR LESS HAVE NO EFFECTS ON ANY OF THE PACEMAKERS 
TESTED. 

4. INFINETICS CERTIFIES THAT THEIR EQUIPMENT MEETS THIS 
FAA TEST CRITERION. KISSINGER 
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